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Figure 1-1 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-01-01 
Fort Bliss, Texas 
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Figure 1-2 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-01-02 
Fort Bliss, Texas 
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Figure 1-3 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-01-02 
Fort Bliss, Texas 
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Figure 1-4 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-01-03 
Fort Biiss, Texas 
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Figure 1*5 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-Q1434 
Fort Bliss, Texas 
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Figure 1-6 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-01-04 
Fort Bliss, Texas 
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Figure 1-7 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-OI -05 
Fort Bliss, Texas 
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Figure 1-8 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-01-06 
Fort Bliss, Texas 
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Figure 1-9 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bitss AOC-02-01 
Fort Bliss, Texas 
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Figure 1-10 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-02-02 
Fort Bliss, Texas 
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Figure 1-11 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-03-01 
Fort Bliss, Texas 
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Figure 1-12 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-04-01 
Fort Bliss, Texas 
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Figure 1-13 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-04-02 
Fort Bliss, Texas 
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Figure 1-14 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-04-03 
Fort Bliss, Texas 
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Figure 1-15 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-04-04 
Fort Bliss, Texas 
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Figure 1-16 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AQC-04-05 
Fort Biiss, Texas 
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Figure 1-17 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-04-O6 
Fort Bliss, Texas 
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Figure 1-18 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-04-07 
Fort Bliss, Texas 
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Figure 1-19 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-04-08 
Fort Bliss, Texas 
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Figure 1-20 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AGC-04-09 
Fort Bliss, Texas 
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Figure 1-21 

Typical GPR Profiles 
Depicting Subsurface Structure 
Fort Bliss AOC-04-10 
Fort Bliss, Texas 





























